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BILL NO. S-76-01- 


SPECIAL ORDINANCE NO. S- 


S/-7 & 


AN ORDINANCE approving a contract with JOHN DEHNER, 
INC. for emergency reparis to storm sewer on 
The Landing (Columbia Street) 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT 
WAYNE, INDIANA: 

SECTION 1. That the contract dated January 7, 1976, between the City 
of Fort Wayne, by and through its Mayor and the Board of Public Works and JOHN 
DEHNER, INC. , for: 

Emergency Repairs to the Storm Sewer On The Landing 
for a total cost of $4,684.56, all as more particularly set forth on Purchase Order No 
3-32562, which is on file in the Office of the Department of Purchasing and is by 
reference incorporated herein, made a part hereof and is hereby in all things 
ratified, confirmed and approved. 

SECTION 2. This Ordinance shall be in full force and effect from and 
after its passage and approval by the Mayor. 



APPROVED AS TO FORM 

kmim; ' . 










gg.e? , secondad by 


Read the first time in full and rn motion by_ 


, and duly adopted; read the second time by title and referred 



(an d--theC4ty--£lan 


lTr”Me'aTiTro™ 1 e qa 1 notice. 


to the Committee on 

Commi s s ion for recommend- 
at the Co unci! Chanibef sf fit v- County BuTTdTn aTTorTlfayrre7-4ttd i a n a, on_ 
th e ~~"d ay of __.___, 197_, at_ 


o’cTocTpXXs.T. * 

Date:_ /^ /,^7 




y 7—CITY CLEiRK 

Read the third time in full and on motion by_ 
seconded by __ 

Passed (LOIFP) by the follov/inq vote: 




and duly adopted, placed on its passage. 



AYES 

NAYS 

ABSTAINED 

ABSENT 

TO-l-JIT 

TOTAL VOTES 


□ 



/ 




BURNS 


is' 


HINGA 


HUNTER 


MOSES 


NUCKOLS 


SCHMIDT, 

D. 

SCHMIDT, 

V. 

STIER 


TALARICO 



A L 




* CITY CLE-RK 

Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, 
as (Zoning -Map-) ) (Special )• (App*aamiion) Ordinance 

(-ResolItt'ion) No. ^4~S~/~~yC o n th e S_ ^r^^d ay q197^. ^ 

I m ' i h ' - 

u; Zj^ " (seal) 

^^^TTIJRir ' ^SIDIM OFFICER r “ 

' Presenif^cTby me to the Mayor of the City of "Tort' Wav'ne',Indianaorf’t'he' //so^ 

, 197 ^ , at the hour of // o 1 clock 



ydk 


,, 

Approved and sinned by me this // d ay of 




197 £ 













































































S-76-01-46 


Bill No. 


REPORT OF THE COMMITTEE ON ° CITY UTILITIES 

We, your Committee on _ City Utilities _ to whom was referred an Ordinance 

, approving a contract with JOHN DEHNER, INC, for emergency repairs t.n stnrm 

sewer on The Landing (Columbia Street) 


have had said Ordinance under consideration and beg leave to report back to the Common 
Council that said Ordinance _ PASS. 

Paul M. Bums - Chairman 


John Nuckols - Vice-Chairman 


William T. Hinga 


Fredrick R. Hunter 


Samuel J. Talarico 





CONCURRED !N 

■iARLES w. westerman, city clerk 


■ / ,/ 
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Memorandum 


To 

Board of Public Works Date 

Jan. 2, 1976 


Philip R. Boiler 



Emergency Repair on The Landing 




Members of the Board: 



For your review and action you will find 
attached from John Dehner, Inc. an invoice 
and claim for the above captioned emergency 
repair. The total cost for this repair is 
$4,684.56 and the authorization to perform 
this work was made by the Board directly to 
the Contractor. To our knowledge no Board 
Order has been issued to complete this work. 



We feel that all the required emergency 
repair work has been completed satisfactorily, 
therefore recommend payment of this invoice. 

Also, you will find attached the following: 


1. Sewer inspection reports 

2. Location map. 



Philip R. Boiler, P.E. 

Chief Water Pollution Control Engineer , 


PRB/iw 

Attachments 

















DIGEST SHEET 


Admn. Appr. 


TITLE OF ORDINANCE: Special Ordinance No. 3066 _ 

DEPARTMENT REQUESTING ORDINANCE: Board of Public Works 

SYNOPSIS OF ORDINANCE: _ Covers emergency repairs to the storm sewer on 

The Landing (Columbia Street) completed by John Dehner, Inc. Civil City 

Purchase Order No. 3-32562 in amount of $4,684.56 


A 




EFFECT OF PASSAGE: To allow payment to John Dehner, Inc, for emergency repairs 

authorized by the Board of Public Works. 


EFFECT OF NON-PASSAGE: Unable to release.,payment to John Dehner, Inc. 


MONEY INVOLVED (Direct Costs, Expenditures, Savings): Cost to Civil City in 
amount of $4,684.56. 


ASSIGNED TO COMMITTEE (J.N.): 































